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UNCLASSIFIED 

PAGE 01 SAO PA 01261 111513Z 
44 

ACTION HEW-08 

INFO OCT-01 ARA-16 ISO-OO SCI-06 EB-11 COME-OO MED-03 

DRC-01 RSC-01 /047W 

1 1 1745 

R 111435Z JUN 74 
FM AMCONSUL SAO PAULO 
TO SECSTATE WASHDC 5271 
INFO AMEMBASSY BRASILIA 
AMCONSUL RIO DE JANEIRO 

UNCLAS SAO PAULO 1261 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, BR 

SUBJECT: FDA RECALLS TA-TEST DIAGNOSTIC KITS 
REF: STATE 1 18106, BRASILIA 4020 

1. AMBRIEX S/A REPRESENTATION OF TRAVENOL LABORATORIES HAS 
BEEN TAKEN OVER BY MR. WALTER F. ZAMUDIO, EMPLOYEE OF TRAVENOL, 
OPERATING FOR TIME BEING FROM AMBRIEX’S ADDRESS. MR. ZAMUDIO 
REPORTS HE RECEIVED RECALL NOTIFICATION IN TIME, RECALLED AND 
RETURNED TWO KITS ABOUT 6 WEEKS AGO. 

2. THE INSTITUTO DE ASSISTENCIA MEDICA AOS SERVIDORES PUBLICOS 
DO ESTADO DE SAO PAULO CONFIRMS THAT, ALTHOUGH IT DID ORDER 
SOME KITS, THEY WERE NOT CONTAINED IN RELEVANT SHIPMENT, AS 
REPORTEDLY VERIFIED BY MR. ZAMUDIO, AND THEREFORE HAD PRESUMA- 
BLY BEEN ALREADY WITHDRAWN BEFORE SHIPPING. 

3. CONGEN UNDERSTANDS THAT ZAMUDIO PRESENTLY CONTROLLING ALL 
TRAVENOL SHIPMENTS AND USING AS DISTRIBUTOR FIRM INSTRUC- 
TOMATIC DO BRASIL EQUIPAMENTOS ELETRONICOS LTDA., RUA APENINOS 
653, PARAISO, 04104 SAO PAULO (SP). AMBRIEX IS NO LONGER ACTING 

AS TRAVENOL DISTRIBUTOR. 

LAMBERT 

UNCLASSIFIED 
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